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PART IH 


Stores Purchase 


Technical Education Department 

RE-SHORT TENDER NOTICE 
No. Al/1734/2010. 17th June 2011. 

Sealed tenders are invited for the supply of 
Equipments to Electronics and Instrumentation Department 
of Government Polytechnic College, Cherthala. 

Tender No.—Al(T)/3/2010. 

Estimated Amount— 3,78,500. 

Cost of tender form : 

Original— 800 + 4% VAT. 

Duplicate— 400 + 4% VAT. 

Last date and time of sale of tender form—28-7-2011, 
11 a. m. 

Last date and time of receipt of tenders—28-7-2011, 
3 p. m. 

Date and time of opening of tenders—30-7-2011, 
11 a. m. 

Those who require tender forms by Registered Post 
should send 50 extra for each tender besides the cost of 
tender forms by Money Order to the undersigned which 
should be received on or before 23-7-2011, 3 p. m. 

Tender forms can be had from the office of the 


Principal, Government Polytechnic College, Cherthala, 
Alappuzha-688 539, Kerala on cash remittance as above or 
by Money Order on all working days between 10 a. m. 
to 3 p. m. Money Order up to 23-7-2011, 3 p. m.. The 
tender should be superscribed with Tender Number and 
date. Cheques, Postage Stamps, Drafts etc. will not be 
accepted towards the cost of the tender forms. The 
tender forms are not transferable. 

As per the tender conditions, the tenderer should 
send along with his tender an agreement executed and 
signed in Kerala Stamp Paper of value 100 and Earnest 
Money Deposit 1% of the total cost of articles tendered. 
Tenders without agreement and Earnest Money Deposit 
will be rejected. Detailed specifications will be issued 
along with the tender forms. 

<Siij(3«5Tt5)£j cnaisn3e>iziaf (8nJOgl6)s<fc(ril>& CBAoegsalfflej 
(gmc&GLSosroltfccri) rarajtn^ gDorirnjisjomerKjnadcnS nileocoRsrml 
aejcBQ rarajcuc/a^aocD) g2£jc&Giso6TT>1<ftcru gnJcft>(osm63Ba3 
crufflffloj B(3nejocrujcft)C(3 dMd6rril^jj 

ff><ft>oggjcmj. 

<nomc 3 —n®i(ol) 3/2010. 

(3TdS®>(03 - 3,78,500. 

Bcgriejocri) tBaCootmnfloag ailei: 

soleflcnraS— 800 + 4% ojoo. 

O 

ajJ^njlGcOfflO- 400 + 4% OJOO. 

( 3 c 3 a&iocn) (Sticooo oilco)(0 6 mo ffl-uts^an cstsoj avocn 
(mlcffltrotojo cruacfficujo—28-7-2011, 11 i26rril. 










radiriejocrujc&c/S auilc&raltsojano rardfutruocn (mltnicfnlaajo 

CrufflOCSfUJo-28-7-2011, 3 2)6071. 

B^iiejocrujtfeaS cnjoarn ajalec/aocblcKijanD (tnlcoxaflcn^o 
cruacmfujo— 30 - 7 - 2011 , 11 msm\. 

3(3^eiocru2<ft,c^ oslearuiSajo caioJoeilraS ratgiajaD^ffljggaKS 
{fflraaKrsjsis ajlejGcffionsonjo 50 rareuilcftio (roo6)s> BajlglffllcesijaT) 
CrofflcMdo 23-7-2011 6)6)CU<ft>1| 3 ( 26 rDlc 0 S)Jl 212 aUO(!Q>l 2)6TT)1CB<S2)0«SCUJ«S 
ejelcosxarrotsoajlcuo c3T3O®ecM6recm06rD. cOjjsoskot B(3^ejocru2cft>«3 
(.njIaSarolajoaS, coajsn3s)aa3 1 ' Gnjogloscftcrflcfc e<ft>0(sge3, 
(BsjaSraimej, csrajejnjjip slei-688 539 , Gtaag-offijns fflOanloralraiS 
(Dlcmjo <scr>ral§ fuo63i3onjj(mra)06nD. 

B^'^eiocrujcftaS crufflcSnjlcOffljcm ca>ajol6)ai) njjorarro a(3<^ejomj 
cncruffljo crujlcfcfflltesijcm raraojcruoao roilcQKColaDjo o^ipj rail <33)1 ol 
GcflS)6necmosno. 6)sj<s6)2<ft>u3, Gojogctuk! tTuoomj<ft>a3, L^>0nng^ui 
ajctnejocoxu ra^^ejoamjcftgjsis aileioocffil auilcaraldasijanQtroej. 
3(3<^ejocruj<ft>a3 6)6ica.aoooa3 raracnjajraltSsijarKwej. 3c3'^eio(rujca ) c^ 
crua^ajl cofflj cm cu(3 100 cnlejcffijgg ajcra L®> (arrolroiS 
a® Ltolsiao^ 63o_|1§ cnK^Ctfesneraijo B(3nejocrojca>a3 cmaKSrijIcOOjcm 
amotmaio ailejcQjjffis 1 % mlffleniBai^o s)cft.§lcutr»Gc9S)6TB(mjaosm. 
a®i.a)16)ar$jo cnlffltWLOcui^Jffll&JOfw® ntj)£J7 flflfnejocrojc&gjo 
CDlacrulcOffljcmraiosrn. 


List of Items 


SI. 

No. 

Item with Specification 

Quantity 

Nos. 

(1) 

(2) 

(3) 

1 . 

Flapper Nozzle system: One 

constant 1 


current source to vary the current 
(4-20mA), Digital indicator. Electro¬ 
pneumatic converter. Air Regulator 
cum Filter (0.2-lKg/cm2) 

2 Level measurement system: A Dielectric 1 
principle type S.S plate capacitor trans¬ 
ducer of height 300 mm, A Rust proof 
transparent level tank. Built-in instrument¬ 
ation power supply. Signal conditioner 

for capacitive transducer. Digital 
indicator to display the output voltage, 
Logical diagram in the panel, Miniature 
connectors are provided to interface 
with |T P (or) PC, All the components 
are mounted in an attractive powder 
coated cabinet. 

3 TEMPERATURE MEASUREMENT 

SYSTEM 2 

Thermocouple as a temperature sensor 
One AD590 sensor for cold junction 
compensation 

Signal conditioner output: 0-5V 

Built in Instrumentation power supply 

Digital indicator 

Water bath as heat source 

Offset variable provision 

Thermometer provided to monitor the 

temperature 


(1) (2) (3) 

4 TEMPERATURE MEASUREMENT 

SYSTEM 2 

PT100 type RTD as a Temperature sensor 
3 Wire configuration 
Signal conditioner for RTD output 0-5V 
Built-in Instrumentation power supply 
Digital Indicator to display the temperature 
Water bath as heat source 
Thermometer to monitor the actual 
temperature 

5 TEMPERATURE MEASUREMENT 

SYSTEM—THERMISTOR 2 

One negative temperature co-efficient 

type thermistor sensor 

Signal conditioner output: 0-5 V 

Built in Instrumentation power supply 

Digital indicator 

Water bath as heat source 

Offset variable provision 

Thermometer provided to monitor the 

temperature 

6 PRESSURE MEASUREMENT SYSTEM— 

U TUBE MANOMETER 1 

U Tube manometer of 
Range : 30Qmmwc, 

Body Material : MS with Powder coated 
Tube : Glass 

Mounting position : Vertical 
Foot pump to generate the pressure. 
Pressure tank of 5 litres capacity. 

Air regulator. 

7 Flow Measurement system 1 

Turbine type Flow sensor 
Pump for water circulation 
Rust proof water reservoir 
Rotameter (50-500) LPH 
In-built Regulated Power Supply 
Digital display for indicating flow rate 
All equipments are mounted in an 
attractive powder coated frame with 
mimic diagrams 

8 Thermo couple type Iron-Constantan 5 

J type 

9 Thermo couple type Chromel-Alumel 5 
K type 

10 Thermocouple type Copper—Constantan 5 

11 Stop watch— accuracy 1/5 Second—Analog 5 
type 









(1) (2) (3) 


12 Pneumatic control valve : Industrial type 1 
pneumatic control valve of size 1", Valve 

characteristics: Equal percentage. Globe 
type, with air regulator, positioner, 1/P 
converter. Solenoid valve, limit switches, 

One constant current source to vary the 
current input (4-20 mA) of I/P converter. 
Pressure and current indicators. All 
equipments should be mounted in an 
attractive powder coated frame with 
relevant mimic diagram. 

13 ECG simulator 1 

Heart rate 30-150 bpm 

ECG amplitude 150-400 mV 
Audio and visual alarms 
Leads 12 leads 

14 EEG trainer 1 

Channels 1, Gain control—variable, 

Frequency response 0.1 Hz-3 KHz, 

CMRR > 80 dB 

Electrodes Silver surface electrodes 

15 Temperature Process Control Station 1 

Furnace, Thermocouple, PID Controller, 
Interfacing card. Digital—8 inputs, 

8 outputs. Analog—2 inputs, 2 outputs. 
Software Windows supporting 


Government Polytechnic College, (Sd.) 

Cherthala. Principal. 

TENDER EXTENSION NOTICE 
No. P1/343-11/EE. 15th June 2011. 

Sealed tenders are invited for the purchase of 
Equipments for Machine Lab of Electrical and Electronics 
Engineering Department of Government Engineering 
College, Painavu, Idukki. The envelope containing the 
tenders superscribed with the Number, Name of tender 
and Due date for the tender must be addressed to the 
Principal, Government Engineering College, Painavu, 
Idukki. 

Tender No—21/10 (P1/343/11/EE). 

Last date and time of receipt of tender—26-7-2011, 
2 p. m. 

Opening date and time of tender—26-7-2011, 
2.30 p. m. 

Cost of tender form is 300 + VAT by cash for 
original and 150 + VAT for duplicate. Belated Tenders 
will not be accepted. The tenders will be opened in the 
presence of such tenderers or their authorized 
representatives who may be present at that time. Cheque, 
Drafts, Postal Orders are not acceptable. Further details 
can be had from the Office. 


The tender forms which are not accompanied by the 
agreement in Kerala Stamp Paper worth 100 and an 
Earnest Money Deposit of 1% of the total cost of the 
items offered will be rejected. Outside firms, who desire to 
be supplied with Kerala Stamp Paper should send an 
additional amount of 100 along with cost of tender form. 
The tender forms can be obtained from the undersigned 
up to 1 p.m. on 26-7-2011 by cash and by money order up 
to 3 p.m. on 19-7-2011. 

6p S 2 c86)1 - 6) 6) nJ (D 0 Cl! CO <U 6103 6) 12 n® 61&j1 CD 1 W Ol o CO 

e<a> 0 (!§ssl6)£j ggej d£(_ sices)ra8 rarejoi^ ipeic&Gi.soemlcsI'oo) 
a®srmjl<D°lcr»o1ocb cu)1a_|0(3§6)2)0ijl6)£j 6)2inii1ci3oo) ejosnjlcsejtso 

(319)01 OO^aOCS) gnJdOi 0610) 6313 C/3 Oj1«5106TDo 6)nJQg>3OT>(5)lG£lc06) 
ajLracu^j ra^ ,i eioarujca>a3 cMd6TDlij26)c9>oggjcmj. 3^<^eiocrujca)gjos 
nJJOCOlO) B(3™eiOOO) 00001(3, 3 (3 <^1000)16) Cl3 GnJ®, 3(8<^eiOaoil6)Og 
(313(0100)000 (3)1cQ>(0)l n£)OOOl (01 G W 0 SJ eft.}Si tallCl3 00)1 n_|0C/3, 
0)0161036)2)0^ r4)6Elilcn1<n)OloC0 GcfcOGgel, 6)6)nJO)OOJ, 6DSJc06)1, 
rJlCl3-685 603 n{j)dO) (Oil £10 CIO) (015)1(53 £l@lijl®lG<06)6n3(5)O6IO). 

3(3<^£iooo) oocioj(3 —21-10-P 1/343/11. 

B( 3 a£jo(io)' aoiilcft) ol c 06 )jooo rare<uouooo railcm railed) jo 

(10)21CQ>(01Jo-26-7-2011, 2 2)610)1. 

BdS^eiooo) (3)jOc06)jano coiIqqkoiIoq^o oo^qqkojjo— 26-7-2011, 
2.30 2)610)1. 

fflolsslooraS BdS^eiocrujeft.gj6is coilei 300 + coioo, 
(u)^2njlGcfl6)g 3(3<^eiooo)2ca)(/3c06) 150 + coiooj2)o<n)1(3lc06)jo. 

rarenjjdSernaijo 6)6)nica>l<s6)1§1cffi(3)j2)0<r» Bc3<^eiocn)2c&,(/3 cnioexoiooj 
cft)0ffl6mcoicreoejjo ooijlc&ralceeijomcoiei. 3(3neiooo)joa,cB, ooxrblarilco) 
raocsDlffl 1 c 06 )joT) 3^>^eiooo)jca)0(aj6)SGcs))o, (3reu)1c9>0(36)fys^raioil 
(D)l(31c96)jano L^®>1no1u)1cft)gj6)SG<3a)o ooioooolran^raioilraS co)jOc96)jcm(3)o 
<32)1 ffll c96)Jo. 6)£UcS6l/tCU)OaD O/GnJOOUraS 630(3(U)(3 gDCOl 
00)llcft,0(3^2)ej. 2)0 (Oil(01(06313(B 630aDlO0)1(33 ciolooojo £18^2)0610). 

O0)OU)O)63I3gJ6)S 6)2)0(313)0 (Ollei C£3)j6)S 03(5)2100)0 

0)1(3(3)1.3(01 JjO, 100-6)0^ Gcft>0g OO)(3c06)O(3 2)Jt,3o_|t.(3)(313)lR^ 63o_fl§ 
gsaoisIcDijo 3(3<i£ioao)l6)oij a,]S)S 00)2K3o ; jlGc36)6n§(5)06rn. cruocnoco 
cnraioilooj ojjorareojgg aoinooja)63i3o3, go_i<ft>®6io)63Bc/3 (0il(5)ffl6iDo 
6)^^(01003 rare)Lc/)tir)1(S6)jcmrij(fti3do 3(3^eio(Ti) nileiaiiceeij ojjo6)2) 
G<ft>0g OO)(3 c 06)O (3l6)Og 2)2(.3 o-|L®) (Oil £1 <32) 0 CD) 

ioo caqsl rareso»Gce6)6neco )0 6100 . 3c3^eiocn)j<ft)03 26 - 7-2011 

g^JCffite® 1 2)610)1(016)® GO)ffl1§Jo 19-7-2011 fflffl(01<ft,JGa0)®o 3 2)610)1 
(016)0 2)610)lGQC!)Oc3(U)(3 (3re<S»^|0(53 (0)oJ0(03 (OlStojo (0)06)(P 63<^_p§d 
®lc06)2Cm 630a£)100)0l(33 O)1CI0)Jo eig1<S6)200)(3)0610). 

Government Engineering College, (Sd.) 

Painavu, Idukki, Kerala. Principal. 

SHORT TENDER NOTICES 

( 1 ) 

No. D2/2670/2011. 19th May 2011. 

Tenders, sealed with sealing wax are invited for the 
supply of equipments of Civil Engineering Department 
of Government Engineering, College, Thrissur. 





( 3 ) 


Tenders should be superscribed as ‘Tender 
No. D2/12/2011-12 for the supply of equipments for 
Civil Electrical Engineering Department’ and addressed to 
Principal, Government Engineering College, Thrissur, Kerala. 
The last date for the receipt of tender is 14-7-2011, 2 p.m. 
The tenders will be opened at 11 a. m. on 15-7-2011 in the 
presence of such tenderers or their authorised 
representatives who may be present at that time. 

Intending tenderers may obtain the requisite tender 
forms from the Principal, Government Engineering College, 
Thrissur on cash remittance of 832+Postal Charge the 
price fixed for requisite tender form. Duplicate forms if 
required, will be issued at 416 per copy. Tender forms are 
not transferable. The sale of tender forms will be closed at 
12 noon on 14-7-2011. 

Cost of tender forms should be remitted either in 
Cash or by Money Order 832 + Postal Charges. No other 
payments through Cheques, Postage Stamps, Postal 
Orders or Demand Drafts will be accepted towards the 
cost of tender forms. The forms will not be sent by VPP. 

The offer should be valid for a minimum period of 
six months from the date of opening the tenders. 
No advance payments will be given. Tenders without 
Earnest Money Deposit will not be accepted. 

( 2 ) 

No. D1/2667/2011. 21st May 2011. 

Tenders, sealed with sealing wax are invited for the 
supply of 1/18 PVC Aluminium Wire etc. to Electrical 
Engineering Department of Government Engineering 
College, Thrissur. 

Tenders should be superscribed as ‘Tender 
No. Dl/13/2011-12 for the supply of consumables for 
Electrical Engineering Department of this College’ and 
addressed to the Principal, Government Engineering 
College, Thrissur, Kerala. The last date for the receipt of 
tender is 14-7-2011, 2 p.m. The tenders will be opened at 
11 a. m. on 15-7-2011 in the presence of such tenderers or 
their authorised representatives who may be present at 
that time. 

Intending tenderers may obtain the requisite tender 
forms from the Principal, Government Engineering College, 
Thrissur on cash remittance of 312 the price fixed for 
requisite tender form. Duplicate form if required will be 
issued at 156 per copy. Tender forms are not 
transferable. The sale of tender forms will be closed 
at 12 noon on 14-7-2011. 

Cost of tender forms should be remitted either in 
Cash or by Money Order 312 + Postal Charges. No other 
payments through Cheques, Postage Stamps, Postal 
Orders or Demand Drafts will be accepted towards the 
cost of tender forms. The forms will not be sent by VPP. 

The offer should be valid for a minimum period of 
six months from the date of opening the tenders. 
No advance payments will be given. Tenders without 
Earnest Money Deposit will not be accepted. 


No. Dl/2668/2011. 21st May 2011. 

Tenders, sealed with sealing wax are invited for the 
supply of F Tube 40W/4ft etc. for Electrical Engineering 
Department of Government Engineering College, Thrissur. 

Tenders should be superscribed as ‘Tender 
No. D1 /14/2011-12 for the supply of equipments for 
Electrical Engineering Department of this College’ and 
addressed to the Principal, Government Engineeing 
College, Thrissur, Kerala. The last date for the receipt of 
tender is 14-7-2011, 2 p.m. The tenders will be opened at 

11 a. m. on 15-7-2011 in the presence of such tenderers or 
their authorised representatives who may be present at 
that time. 

Intending tenderers may obtain the requisite tender 
form from the Principal, Government Engineering College, 
Thrissur on cash remittance of 520 the price fixed for 
requisite tender form. Duplicate form if required will be 
issued at 260 per copy. Tender forms are not 
transferable. The sale of tender forms will be closed 
at 12 noon on 14-7-2011. 

Cost of tender forms should be remitted either in 
Cash or by Money Order 520 + Postal Charges. No other 
payments through Cheques, Postage Stamps, Postal 
Orders or Demand Drafts will be accepted towards the 
cost of tender forms. The forms will not be sent by VPP. 

The offer should be valid for a minimum period of 
six months from the date of opening the tenders. 
No advance payments will be given. Tenders without 
Earnest Money Deposit will not be accepted. 

(4) 

No. Dl/2938/2011. 21st May 2011. 

Tenders, sealed with sealing wax, are invited for the 
supply of Pedestal Fan for Electrical Engineering Depart¬ 
ment of Government Engineering College, Thrissur. 

Tenders should be superscribed as ‘Tender 
No. D1 /16/2011-12 for the supply of equipments for 
Electrical Engineering Department of this College’ and 
addressed to the Principal, Govt. Engineering College, 
Thrissur, Kerala. The last date for the receipt of tender is 

18- 7-2011, 2 p.m. The tenders will be opened at 11 a.m. on 

19- 7-2011, in the presence of such tenderers or their 
authorized representative who may be present at that time. 

Intending tenderers may obtain the requisite tender 
forms from the Principal, Govt. Engineering College, 
Thrissur on cash remittance of 416 the price fixed for req¬ 
uisite tender form. Duplicate form if required will be issued 
at 208 per copy. Tender forms are not 
transferable. The sale of tender forms will be closed at 

12 noon on 18-7-2011. 

Cost of tender form should be remitted either in Cash 
or by Money Order 416 + Postal Charge. No other 
payments through Cheques, Postage Stamps, Postal 
Orders or Demand Drafts will be accepted towards the 
cost of tender forms. The forms will not be sent by VPP. 


The offer should be valid for a minimum period of six 
months from the date of opening the tenders. No 
advance payments will be given. Tenders without EMD 
will not be accepted. 

(5) 

No. Dl/2937/2011. 24tli May 2011. 

Tenders, sealed with sealing wax are invited for the 
supply of equipments for Electrical Engineering Department 
of Government Engineering College, Thrissur. 

Tenders should be superscribed as ‘Tender No. Dl/15/ 
2011-12 for the supply of equipments for 
Electrical Engineering Department of this College’ and 
addressed to the Principal, Govt. Engineering College, 
Thrissur, Kerala. The last date for the receipt of tender is 

18- 7-2011, 2 p.m. The tenders will be opened at 11 a.m. on 

19- 7-2011 in the presence of such tenderers or their 
authorized representatives who may be present at that time. 

Intending tenderers may obtain the requisite tender 
form from the Principal, Govt. Engineering College, 
Thrissur on cash remittance of 416 the price fixed for req¬ 
uisite tender form. Duplicate form if required will be issued 
at 208 per copy. Tender forms are not 
transferable. The sale of tender forms will be closed at 
12 noon on 18-7-2011. 

Cost of tender form should be remitted either in 
Cash or by Money Order 416 + Postal Charge. No other 
payments through Cheques, Postage Stamps, Postal 
Orders or Demand Drafts will be accepted towards the 
cost of tender forms. The forms will not be sent by VPP 

The offer should be valid for a minimum period of six 
months from the date of opening the tenders. No 
advance payments will be given. Tenders without EMD 
will not be accepted. 

(6) 

No. Dl/2940/2011. 24th May 2011. 

Tenders, sealed with sealing wax, are invited for the 
supply of Portable Moving Iron, AC Voltmeter etc. for 
Electrical Engineering Department of Government 
Engineering College, Thrissur. 

Tenders should be superscribed as Tender No. Dl/17/ 
2011-12 for the supply of equipments for 
Electrical Engineering Department of this College and 
addressed to Principal, Govt. Engineering College, Thrissur, 
Kerala. The last date for the receipt of tender is 

18- 7-2011, 2 p.m. The tenders will be opened at 11 a.m. on 

19- 7-2011 in the presence of such tenderers or their 
authorized representatives who may be present at that time. 

Intending tenderers may obtain the requisite tender 
form from the Principal, Govt. Engineering College, Thrissur 
on cash remittance of 416 the price fixed for requisite 
tender form. Duplicate form if required will be issued at 
208 per copy. Tender forms are not 
transferable. The sale of tender forms will be closed at 
12 noon on 18-7-2011. 


Cost of tender form should be remitted either in Cash 
or by Money Order 416 + Postal Charge. No other pay¬ 
ments through Cheques, Postage Stamps, Postal Orders or 
Demand Drafts will be accepted towards the cost of tender 
forms. The forms will not be sent by VPP. 

The offer should be valid for a minimum period of six 
months from the date of opening the tenders. No 
advance payments will be given. Tenders without EMD 
will not be accepted. 

Government Engineering (Sd.) 

College, Thrissur. Principal. 

SHORT TENDER NOTICE 

No. C-3352/2011. 16tli June 2011. 

Sealed tenders are invited for the supply of 
Equipments for Electrical and Electronics Department of 
Maharaja’s Technological Institute, Thrissur. The tenders 
should be superscribed as Tender No. 1/2011-12 due on 
28-7-2011 at 3 p. m. and addressed to The Principal, 
Maharaja’s Technological Institute, Thrissur-20. Late 
tenders will not be accepted. The tenders will be opened 
on 11 a. m. on 29-7-2011 in the presence of such of the 
tenderers or their authorized agents, who may be present 
at that time. 

List of Items 

SI. Item with Specification Qty. 

No. Nos. 

1 CRO (20 MHz) 5 

Analog Oscilloscope CRO with 20 MHZ 
2 channel four trace with computer 
interface 

2 Dual Trace CRO (30 MHz) 3 

Bandwidth DC-30MHz (-3db) coupling 
ac/ground/DC safe voltage 500V. Trigger 
source alt line external, sweep mode auto 
trig lock single type, sweep rate 0.1 micro 
second/div 20step magnification *5+1-5%, 
single i/p x-CHl, Y-CH2 auto sweep circuit, 
sensitivity 05V/div, Lowest sweep rate 10 
second/div. component tester built in single 
tech. Calibrator operator lKHz square 
wave (.2Vpp) for probe compensation. 

Power supply 230V+/-10%, 50Hz AC 
supply, continuity tester with beeper, 
maximum i/p voltage 300 V rms, i/p 
impendance lMv, Accessories two lOx 
probes, 2BNC-BNC cables, power chord. 

Tender forms can be obtained from the College Office 
on every working day between 10 a. m. and 2 p. m. The 
cost of tender form is 416 (400 + VAT). Those who need 





tender forms by post will have to send 456 [416 + 40 
(Postal Charge)] by Money Order only to The Principal, 
Maharaja’s Technological Institute, Thrissur-20. Duplicate 
tender forms if required will be issued at 208 (200 + VAT). 
The cost of tender forms is not refundable. An agreement 
on Stamp Paper worth 50 will have to be executed along 
with the tendered amount is to be deposited as EMD vide 
DD along with the tender. The approximate cost of the 
items comes to 1,51,128. 

Maharaja’s Technological (Sd.) 

Institute, Thrissur-20. Principal. 

SHORT TENDER EXTENSION NOTICE 
No. P1/2533/2010/AEI. 22nd June 2011. 

Due to some technical reasons, the last date for 
Tender No. Pl/13/2010-11 due on 9-6-2011 at 3 p.m. for the 
purchase of equipments for the Electrical Workshop of 
AE&I Engineering Department to Government Engineer- 
i n g 

College, Kozhikode is hereby extended up to 19-7-2011 
at 3 p.m. 

Tender No.—Pl/13/2010-11. 

Total Cost— 37,790. 

The tenders should be superscribed as Tender 
No. Pl/13/2010-11 due on 19-7-2011 at 3 p.m. and 
addressed to the undersigned to reach her before 
19-7-2011 at 3 p.m. Late tenders will not be accepted. The 
tenders will be opened at 11 a.m. on 20-7-2011 in the 
presence of such of the tenderers or their authorized 
representatives who may be present at that time. 

Intending tenderers may on application to the 
undersigned to obtain the requisite tender forms on which 
tenders should be submitted. Application for the tender 
form should be accompanied by a cash remittance of 
416, including VAT which is the price fixed for the same 
and which is non-refundable under any circumstances. 
The tender forms are not transferable. Sale of tender form 
will be closed at 2 p. m. on 18-7-2011. Drafts, Cheques, 
Postage Stamps etc. will not be accepted towards the cost 
of forms, nor will the form be sent per V.P.P. Duplicate 
tender forms, if required will be issued at 208 including 
VAT per copy. 

As per tender condition the tenderer should send 
along with his tender an agreement executed and signed in 
Kerala Stamp Paper of value 100 and an EMD of 1% of 
the total cost of the articles tendered. Tenders without 
agreement and EMD will be rejected. Those who want the 
tender form by post should send 466 for Original and 
258 for Duplicate including VAT by Money Order to the 
undersigned. Outside firms who desire to get Kerala Stamp 
Paper should send an additional amount of 75 along 
with the cost of tender forms. 
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